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SOURCE:  U.S. Department of the Interior, 1978. FIGURE 3.10   Room and Pillar Work Facesnd Loy, 1975. FIGURE 3.9   Diagram of a Shaft Mine Entry9) is a Leal opening from the surface to the coal seam.  Shafts are rally preferred to slope mines if the coal seam is beneath deep :, particularly given the current availability of automatic ting equipment.
